
COMPAR 


ALBANY 


October 11, 1966 


Mr. T. Nelson 
Systems Consultant 
P. O. Box 1546 
Poughkeepsie, N.Y. 

Attention: Mr. T. Nelson 

Subject: Your request for Literature (Chicago Dynamic Industries, Inc.) 
Dear Mr. Nelson: 

We have been advised by our factory that you have been sent the above lit¬ 
erature. As technical representatives for them, we would like to offer our 
services in providing any additional engineering assistance you may desire. 

Our Field Engineer, Mr. Robert Duncan is located at 530 Verna Drive, 
Endwell, New York 13763. He may be reached by phone at Area Code 
607-723-8743. Please contact him for further information, a quotation, or, 
a demonstration. 

• 

Since specifications are changed frequently due to product improvements we 
suggest you allow us to keep you up-to-date through our mailing program. 

If you do not already receive regular mailings from us, please fill-out the 
enclosed card indicating your preference of type of product and mailing ad¬ 
dress. 

We hope that we can be of further service to you. 


Very truly yours, 
COMPAR ALBANY 



Joseph A. Reagan 
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Enel. QPL and Card 
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0 U I C K GUIDE TO PRODUCTS 

B Y 


REPRESENTED 



REAGA N ELECTRONICS INC. 

—^ —- -- 



PRINCIPALS 

R e agan Electronics, Inc. Compar Albany, Inc. 


Chicago Dynamic Industries 
Duystom, Inc. , Potentiometers 
Energy Conversion Systems 
- *Hecon / Inc. 

*John Fluke Manufacturing Company, Inc. 

Potentiometers 



Compar Corporation 

Eagle Signal 

Electro Materials Corp. 

Filtors v .Inc,. 

Hathaway Instruments, Inc. 
International Semi-Conductor, Inc. 
Signetics, Inc. 

Ultronix, Jnc. 

Unitrode Corp. 


Most of the Products represented by Compar Albany, Inc. are available 

from stock from Compar Corporation. Compar is the authorized stocking 

Distributor and factory OEM prices will be quoted. Orders are made FOB 

your plant, by air the same day received from either New York City or 

San Francisco. Please contact our local Field Engineer,for further infor¬ 
mation. 


These products are stocked in Albany for rapid, same day shipment. 

_ f SEE REVERSE SIDE FOR PRODUCT LISTING 

^ 'fices: Albany, New York (518) 436-9649 and (518) 436-8536 

TWX (518) 474-3237 

Binghamton, New York (607) 723-8743 

Buffalo, New York (716) 684-5731 
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PRODUCTS REPRESENTED BY REAGAN ELECTRONICS,! 



Capacitors, Ceramic 

* Counters, Mechanical, Preset, Electromechanical 
Motors, Low Speed and Stepping 

* Potentiometers, High Resolution Vernier and Decade 

Potentiometers, Trimming, Single Turn and 
Miniature 10 Turn 

Rheostats, High Accuracy Decade 

Switches, Rotary, Pushbutton 

Thumb Wheel Switches 

Trimming Potentiometers 


Electro-Materials Corp. 
Hengstler Numerics, Inc. 
Energy Conversion Systems 
John Fluke Manufacturing 
Daystrom, Inc. 

John Fluke Manufacturing 
Chicago Dynamic Industries 
Chicago Dynamic Industries 
Daystrom, Inc. 


PRODUCTS REPRESENTED BY COMPAR ALBANY, INC. 


Diodes, Zener and Rectifying-Hi Reliability, 

Fast Switching 

Integrated Circuits, D.T.L. , Utilogic, T.T.L. 

Relays-General Purpose, Medium Power 

Relays-Subminiature, Microminiature, 

Latching, Solid State, Hi-Reliability 

Resistors-Wire Wound, Matched Pair and Networks 

Reed Relays, Miniature 

Schottky Barrier Diodes, Quads 

Stacks, High Voltage and Bridges 

Time Delay Relays 

* Stocked in Albany for immediate delivery 


Unitrode Corporation 


Signetics, Inc. 
Eagle Signal 
Filtors, Inc. 


Ultronix, Inc. 

Hathaway Instruments, Inc. 

IF 

International Semi-Conductor, In 
Unitrode Corporation 
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Filtors, Inc. 
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